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LAN  NO.  5852 


1    SHEET 


FOR  CATTLE 


This  is  a  permanent-type  chute  using  6-  by  6-inch 
posts  set  in  the  ground.  The  sides,  faced  on  the  inside 
with  2 -inch  boards,  are  fixed  to  allow  a  33 -inch  pas- 
sageway. The  cleated  ramp  is  counter  balanced  and 
can  be  adjusted  to  rest  on  a  2 -inch  pipe  at  heights 
ranging  from  12  to  42  inches.  See  other  side  for  de- 
tailed drawings  of  this  plan. 


Larger  scale  working  drawings  may  be  obtained  through 
your  county  agent  or  from  the  extension  agricultural  engi- 
neer at  most  State  agricultural  colleges.  There  is  usually  a 
small  charge. 

ORDER  PLAN  NO.  5852.  VARIABLE-HEIGHT  LOAD- 
ING CHUTE  FOR  CATTLE 

If  your  State  does  not  carry  this  plan,  write  to  the  I  .  S. 
Department  of  Agriculture.  Agricultural  Engineering  Re- 
search Division,  Plant  Industry  Station.  Beltsville,  Mil. 
The  II.  S.  Department  of  Agriculture  does  not  distribute 
drawings,  but  will  direct  you  to  a  State  that  does  distribute 
them. 


■   June   1958 
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